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ACTION COME-OO 

INFO OCT-01 EA-10 ISO-OO EB-07 /018W 

006874 

R 040730Z MAR 75 
FM AMEMBASSY TOKYO 
TO SECSTATE WASHDC 8406 

UNCLAS TOKYO 2784 

FOR COMMERCE/OIM/PD/RC S 

E.O. 11652: N/A 
TAGS: BBSR, JA 

SUBJECT: MARKET RESEARCH MONTHLY STATUS REPORT, FEBRUARY, 1975 

1. MARINE NAVIGATION AND COMMUNICATION EQUIPMENT, ANF INSTRUMENTS 
AND SYSTEMS FOR OCEANOGRAPHIC EXPLORATION, SURVEY, AND RESEARCH 
(OIM/MR): FINAL PAYMENT BEING MADE TO A.T. KEARNEY INTERNATIONAL 
INC. 

2. MICROWAVE COMPONENTS AND INSTRUMENTATION (OIM/MR): EMBASSY'S 
EVALUATION WILL BE SET UPON RECEIPT OF SOME ADDITIONAL INFORMATION 
REQUESTED BY EMBASSY FROM NICHIBEI TECHNICAL CONSULTANTS LTD. 

3. SPORTING AND LEISURE EQUIPMENT (OIM/MR): EMBASSY'S EVALUATION 
IS IN PREPARATION. CONTRACTOR - TRANSWORLD RESEARCHINC. 

4. MATERIALS FOR THE ELECTRONICS INDUSTRY .(OIM/MR): REVISED PAGES, 
SUBMITTED BY TRANSWORLD RESEARCHING., WERE CONSIDERED TO BE ACCEPT- 
ABLE BY EMBASSY, AND SENT TO COMMERCE FEB. 21. EMBASSY'S EVALUATION 
IS IN PREPARATION. 

5. DO-IT-YOURSELF, HOBBY AND HANDICRAFT (OIM/MR): THREE ADVANCE 
COPIES OF FINAL REPORT SENT TO COMMERCE FEB. 21. EMBASSY'S 
EVALUATION IS IN PREPARATION. CONTRACTOR - A.T. KEARNEY INT'L. INC. 

6. AGRICULTURAL MACHINERY AND EQUIPMENT (OIM/MR): ACCORDING TO 
T.S. JOHNSEN & CO., ADDITIONAL WORK REQUESTED BY EMBASSY WILL BE 
FINISHED IN FEW DAYS. IF JUDGED AS ACCEPTABLE BY EMBASSY, FINAL 
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7. LABORATORY INSTRUMENTS (GMR): DODWELL MARKETING CONSULTANTS 
INFORMS EMBASSY THAT FINAL REPORT WILL BE SUBMITTED TO EMBASSY 
MAR. 10. 

8. BUSINESS EQUIPENT AND SYSTEMS (GMR): CONTRACT AWARDED TO 
PACIFIC PROJDCTS, LTD. FEB. 6. MID-TERM REPORT DUE IN EMBASSY 
MRGMM 21 AND FINAL REPORT APR. 30. 

9. ELECTIC ENERGY SYSTEMS (GMR): INVITATION TO BID SEN TO 
FOUR PROSPECTIVE BIDDERS. BID PROPOSALS ARE DUE IN EMBASSY 
MAR. 18. 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 04 MAR 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1 975TOKYO02784 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750074-1166 
From: TOKYO 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750382/aaaacwme.tel 

Line Count: 74 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION COME 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: CollinPO 
Review Comment: n/a 
Review Content Flags: 

Review Date: 09 JUN 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <09 JUN 2003 by SilvaL0>; APPROVED <23 FEB 2004 by CollinP0> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
05 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 
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